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10 October 1958 


SUBJECT: Proposal for Field Engineering Services 
TO: Contracting Officer 


Reference letter dated 30 June 1958, CMCC Doc. No. 
151X5.1176, which contained the contractor's proposal for 
field engineering services to be provided to FOG under Contracts 
No. ES «for the period from 1 July 1958 
through 31 December 1958, This proposal includes several 
essential items of training, engineering, and field support and 
is approved for Requirement No. 3. 


Item 4 of the contractor's proposal for field engineering 

services under Contract No. IRR) includes a cost estimate of 

for factory engineering necessary to answer unsatisfactory 
reports and to resolve other problems of equipment operation. Your 
attention is invited to the contractor's letter dated 25 June 1958, 
CMCC Doe. No. 151X51.1160, which proposed a program for continued 
engineering service on System 1 for the remainder of 1958, It 
would appear that there is a duplication of effort in these two 
proposals, although the 30 June 1958 work statement is not as 
detailed as that of 25 June 1958. 


It is requested that approval be issued for this proposal 
under Contract No. BJ at a total cost of including fee 
You are authorized to obligate FOG funds as necessary to 
cover this work. 
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